Winter 1975 
(Issue 37 - 16/02/1976) 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Nisbet M.R 
Chief Eng Officer Wheeler D 











Staff Captain Reeves M.M 2nd Eng Officer Ratcliffe R 
Chief Officer Hardy P.S 3rd Eng Officer Oen N.M 
2nd Officer Williams P.G 5th Eng Officer Elliot A.K 
3rd Officer Baird |.H Ext 5th Eng Officer Britton M.A 
Deck Cadet Hume M.S Jnr Eng Officer Davies C 
Deck Cadet Welsh A.P Engineer Cadet Fairhurst F.W 
Radio Officer Ormrod W.R Engineer Cadet Dick P.J 
Purser Levell R Senior Elect Officer Ward C.A 
Carpenter Glynn K 
Serang (Deck) SkT 
Serang (Engine) Babu G.C 
Cook Mohd T 
Storekeeper Manuel J 
Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 
Captain Underhill G.V 
Chief Eng Officer McCarthy J.S 
Chief Officer Gibson S.H 2nd Eng Officer Stevenson G.B 
1st Officer Sullivan L.M Cargo Engineer Burke C 
3rd Officer Taylor R.W 4th Eng Officer Pritchard S.L 
Deck Cadet Box D.G 5th Eng Officer Hutchinson G 
Deck Cadet Jones S.K Jnr Eng Officer Lyle D 
Radio Officer Armishaw R.D Engineer Cadet Hulley P.G 
Purser While F Engineer Cadet Charlton T 


C.P.O 
Carpenter 
Pumpman 

Cook 

Storekeeper 


Electrical Officer 
Hodges A.J 
Preston A.G 
Mcluckie T 
Rowell M.J 
Kelly A.E 





Parkin N.J 


Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Arthur K 
Chief Eng Officer Ford A.J.K 








Chief Officer Morris D.J.M 2nd Eng Officer Jones F.J 
2nd Officer Jenkinson D 3rd Eng Officer Eccles W.G.A 
3rd Officer Christopherson P 4th Eng Officer Locke H.G 
Deck Cadet Little S.C Electrical Officer Meacock R.N 
Deck Cadet Backes N 
Radio Officer Hopwood W.S 
Purser Quinn D 
C.P.0 Chuen K.H 
Carpenter PoC 
Leading Steward Hung C.W 
Canadian Bridge 
Bulk Carrier - 117,000 d.w.t. 
Captain Routledge J.D 
Chief Eng Officer Twamley D.G 
Chief Officer Morgan A.J.L 2nd Eng Officer Green F.R 
2nd Officer Young R.M 3rd Eng Officer Mcmahon A 
3rd Officer Brough R.W.A 4th Eng Officer Haggerston A 
Deck Cadet Fanciulli M.J 5th Eng Officer O'Connell D.M 
Radio Officer Foley B.J Jnr Eng Officer Nesbitt D 
Purser Stacey R.L Jnr Eng Officer Eastwood S 
C.P.0 Campbell A 
Carpenter Nicholas D.F 
Cook AdairA 


Storekeeper Kelly J 





Cheshire IV 


Geared bulk Carrier - 31,475 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Jones R.M 





McLeod K 
Ashton J.M 
Lowe J.H 
Dunlop N.M 
Bousefield D 
Grace J.J 
Fuller R.B 
Maskell T 


Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Carpenter 


2nd Eng Officer Bauchop L.D 

3rd Eng Officer Webster A.D.C 

4th Eng Officer Pickup R.W 
Electrical Officer Shaw P.H 


C.P.0 PoW.L 
Lo C.K 
Cook Yan W.C 


Leading Steward Pak C.C 





Dart America 


Container - 28,488 d.w.t. 


Chief Officer Thomas C.O 
2nd Officer Farrar F.A.A 
Ext 2nd Officer Bridgeman P.A 

Radio Officer Cross P.A 


Captain Woodfield J.R 
Chief Eng Officer Green H 


2nd Eng Officer 

3rd Eng Officer 

4th Eng Officer 

5th Eng Officer 

Ext 5th Eng Officer 

Electrical Officer 

Bosun Walters A 
Cook StoddernA 


Blaxland M 
Agnes G 
Walduck P 
Kapur V 
Taylor J.D 
Rogers R 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Hine D 
Chief Eng Officer Hancock P.F 





Chief Officer Keenan D.A 
2nd Officer Stubbs R.K 
Radio Officer Conn | 
Purser Heaslip G 


Bosun 
Cook 


2nd Eng Officer 

3rd Eng Officer 

4th Eng Officer 

5th Eng Officer 

Ext 5th Eng Officer 

Electrical Officer 
Garland M.1 
Higbee D.A 





Derbyshire III 
General Cargo - 14,827 d.w.t. 


Penny D.N 
McKellar W.W 
Altree N 

Steel E.P 
Stanton T.H 
Brown J.K 


Captain Clayton D.R 
Chief Eng Officer Whitaker J 





Chief Officer Wright L.M 
2nd Officer Kenyon P.R.H 
3rd Officer McCluskey D.W 
Deck Cadet Hooper T.L 
Radio Officer Rigg M.A 
Purser Gulliver S 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Hughes (ch) P 
Hug K.M 

Dey S.C 
Hughes (ck) P 
Ahmad M 





Curtis L.F 

Howarth P 
Cretney A 

Hayes S.G 
Evans S 


Devonshire II 
Gas Carrier - 52,647 cubic metres 


Captain Wicks C 
Chief Eng Officer Smith M.D 











Chief Officer Edwards R.A.F 2nd Eng Officer Burden J.S 
2nd Officer Bird K.R Cargo Engineer Hotham K 
3rd Officer Penry G.N 3rd Eng Officer Prescott R.D 
Deck Cadet Moore C.J 4th Eng Officer Webster R 
Deck Cadet Kitchen S.J 5th Eng Officer Parkin A.J.K 
Radio Officer Janes J.H Ext 5th Eng Officer Sowerbutts M.T 
Purser Mitchell N.J Jnr Eng Officer Stephenson M 
Engineer Cadet Jensen M 
Senior Elect Officer Short K 
C.P.0 Lloyd E.M 
Cook SmithR 
Storekeeper Jones C.E 
English Bridge 
Oil/Bulk/Ore Carrier - 166,410 d.w.t. 
Captain Carlise H.E 
Chief Eng Officer Owen D.R 
Chief Officer Earle G.J 2nd Eng Officer MacFarlane A 
2nd Officer Woolley J.N 3rd Eng Officer Kendall D.R 
Ext 2nd Officer Ferguson K 3rd Eng Officer Disley P.M 
Deck Cadet Chapman J.K Ext 3rd Eng Officer Ratcliffe A.T 
Deck Cadet Kitchen N.P 4th Eng Officer Stanley D 
Radio Officer Halliwell K.B 5th Eng Officer Long J.R 
Purser Walker R.S Jnr Eng Officer Graham W.E 
Jnr Eng Officer Irvine J 
Engineer Cadet Morris T 
Electrical Officer Chedotal F.J 
C.P.0 Maskey E 
Carpenter Pesitell B 
Pumpman O'Hara J.E 
Cook Navis L 
Storekeeper Buck F 





Hampshire 


Gas Carrier - 52,647 cubic metres 


Captain Owen H.R 


Chief Eng Officer Clark | 





Chief Officer Creamer D.J 2nd Eng Officer Turbitt D 
2nd Officer Scrimgour P Cargo Engineer Powell R 
Ext 2nd Officer Howell W.R 3rd Eng Officer Akroyd C.M 
Deck Cadet Havery D.M 4th Eng Officer Antonczyk M.F 


5th Eng Officer Potter D.A 
Ext 5th Eng Officer Carney P.N 
Jnr Eng Officer Lilley R 
Electrical Officer Lovely J.N 
C.P.O0 Phelan J.J 
Cook Jones W.H 
Storekeeper Cunningham W 


Deck Cadet Vickers L.D 
Radio Officer Urquhart |.G 
Purser Lewis P.D 





Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Lightfoot A.F 
Chief Eng Officer Marsh N 


2nd Eng Officer Palmer W 

3rd Eng Officer Robinson S.A 

4th Eng Officer Hume K 

5th Eng Officer Downie J 
Electrical Officer Kelly R.W 





Chief Officer Milton W.R.F 
2nd Officer Helsby P.N 
3rd Officer Green R.D 
Deck Cadet Capper P.H 
Radio Officer Stanway P 
Purser Barraclough J 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


McHugh G 
Roy S.R 
Sur B.N 
Palma F 
Rauf A 





Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Weir R 
Chief Eng Officer Vick B 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Blacker K.G 2nd Eng Officer Firth M 
Maingi R.C 3rd Eng Officer Currid J.P 
Marsden D 4th Eng Officer Roberts S.L 
Hughes S.P.M Jnr Eng Officer McFadden J.P 
Sladovich B Electrical Officer Brown G 
Perry D 
Haines J 
Ferry W.J 
Horton M.F 
Kimberley D 
Carpenter Rolling W.J 
Serang (Deck) Roy S.B 
Serang (Engine) Samajpati A.K 
Cook Ladu S.K 
Storekeeper Hossain M 
Lincolnshire 
Gas Carrier - 31,296 cubic metres 
Captain Stafford T.S 
Chief Eng Officer Kelly P.A 
Middleton R.C 2nd Eng Officer Moorhouse F 
Singh D 3rd Eng Officer Good N.P.D 
Blacklock M.T Ext 3rd Eng Officer Jones D.H 
Wheatley A 4th Eng Officer Inman J.R 
Marsh C.H 5th Eng Officer Sillars R.M 
Hughes R.R Jnr Eng Officer Corcoran F.M 
Mackenzie A Electrical Officer Sutherland K 


C.P.0 Hale D.J 
Cook Rasmussen K.O 
Storekeeper O'Connor J.B 


Chief Officer 
1st Officer 
3rd Officer 

Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Ocean Bridge 
Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Webster R.A 
Bayliss F.A 
Rosie G.P 
Smith A.G 
Shackleton S 
Harding J.E 


Whitefoot-Greenland T. 


C.P.O 

Serang (Deck) 
Serang (Engine) 
Pumpman 

Cook 
Storekeeper 


Captain King M.G 
Chief Eng Officer Kirchin F.R 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 

Tweedie J 

Dey P.K 

Das B.K 

Puckett T.A 

Rahman H 

Rakiz G 


Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 





Suddick A.C 
Edmonds C.J 
Escott C.M 
Horn J.S 
Ridyard D.M 
Harrison P 
Donaldson J.H 
Lane T 


Captain Waldie J.W 
Chief Eng Officer Baker | 


McKenna F.D 2nd Eng Officer 
Southby M 3rd Eng Officer 
Krikor A.A 4th Eng Officer 
Brown S.J Electrical Officer 
Morgan D.C Electrical Officer 
Goulbourne M.E 
Rose J.(p) 

C.P.0 PakC.C 

Carpenter Yau C 
Cook Teng W 


Leading Steward Shing L.P 





Stephen-McRae M 
Patterson F.H 
Austen S.J.S 
Evans L 

Duncan P.W 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain HudsonA 
Chief Eng Officer Crook W 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Gledhill S,H 
Leonard C 
McNaught | 
Brading T 
Mallett J.W 
McGrath D.M 
Lynn L.T 
Traynor J.A 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Miller A.J 
Dey M.C 
Ghose N.R 
Gomes J 
Hossain T 





Worcestershire IIT 
General Cargo - 14,827 d.w.t. 


Roberts D 
Smith J.M 

Holt D 
Humphries D.J 
Campbell N.C 


Captain Miller K.D 
Chief Eng Officer Chalker P 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 


Williams J.H 
Nyunt M.T 
Best J.W.R 
Cooke R.F 
Cummins R.L 
McDowell P.R 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Electrical Officer 


Tregidgo A.J 
Dey S.C 
Chakraborty S.B 
Singh P.N 
Rahman M 





Clark J.D 
Taylor R.B 
Barklie M.M 
Podmore G.R 
Baldwin R.W 


Yorkshire IV 
Oil Tanker - 110,964 d.w.t. 


Captain Gavin J.S 
Chief Eng Officer Hansen F.G 





Staff Captain Davies W.A.D 
Chief Officer Marsh D.G 
2nd Officer Holcombe B 
3rd Officer Brocklesby M.S 
Radio Officer Wade C 
Purser Oates J.W 


C.P.O 

Pumpman 

Cook 
Storekeeper 
Leading Steward 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Senior Elect Officer 
Electrical Officer 
Yuk W.W 
Cheong L.T 
Chung C.H 
Hing S 
Piu W.Y 





Hartharn P.J 
Bell W.C 
Bullen M.C 
Findlay K.W 
Price R.G 
Kerbyson A.J 
Lewis D.S 
McRae A 


